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SUBJECT: INSTALLATION OF COUNTER-TERRORIST EQUIPMENT- 
NICOSIA 

REF: RSO NICOSIA LETTER OF JULY 17 

1. RSO NICOSIA HAS EXPRESSED INTEREST IN THE POSSIBILITY 
OF INSTALLING AN AAI CORP - "TG" GUARD IRRITANT DISPENSING 
SYSTEM AT THE EMBASSY IN NICOSIA. 

2. REQUEST SY/FO/SP FORWARD A COMPLETE INSTRUCTION MANUAL 
TO TSO ATHENS SO A SURVEY CAN BE UNDERTAKEN TO DETERMINE 
THE FEASIBILITY OF SUCH AN INSTALLATION IN NICOSIA. 

3. REQUEST SY/FO/SP SUPPLY EXTERIOR AND SURFACE MOUNTED 
DISPENSER HOUSING TO TSO ATHENS. THESE UNITS WOULD BE 
USED TO DEMONSTRATE POSSIBLE MOUNTING CONFIGURATIONS TO 
POSTS SURVEYED FOR POSSIBLE INSTALLATION OF THESE 
SYSTEMS. 
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